YSICAL 
Conductors: 28 AWG 7/36 Tinned Copper 
nsulation: 010" PVC 
Laminate: (2) .005" Clear PVC 


FLAT olor Code: Tan Common: Brown, Red, Orange, 
TWIST Yellow, Green, Blue, Violet, Gray, 
a | et . 
2.0 4.25" 18.0 4.50” White, Black and Repeat. 
(50,8 +6,35 mm) (457,2 £12,7 mm) 


Temperature: 80°C 
naa a ELECTRICAL 


— —ai—— 050 +005" (1,27 +£0,13 mm 


mpedance: OO ohms 


042" (1,07 mmNom Capacitance: 5 pF/ft at 1MHz 


Prop Delay: 6 ns/ft 
DC Res: 65 ohms/1000 ft 
. Current Rating: 10°C Rise Above Ambient 


AS B SPAN Voltage Rating: 


Inches Inches Insulation Res: ns — 10 ft minimum 
0.526 f 


0.726 
0.826 
1.026 


Above Values calculated in the ground—signal Configuration 


APPROVALS: 


ieee en ey UL AWM Style 2697 
1.726 650 +. 91 +0, CSA AWM 


2.026 


2.526 
5.026 


5.226 


3.426 
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